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INTRODUCTION 

It is estimated that more than 
35,000 arc lamps are in use on 
Manhattan Island. The most 
of these were made by the Gen- 
eral Electric Company. 

In addition to lighting streets, 
public buildings, armories, etc., 
in New York City these lamps 
are used for almost every im- 
aginable class of business and 
under all conditions of service. 
The illustrations on the follow- 



ing pages show a 
typical installations 
Electric lamps in 
City. 



number of 
of General 
New York 
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The illustration shows the 
beautiful harbor of New York. 
Bedlow's Island, where stands 
the famous Statue of Liberty, 
is seen in the distance. In the 
foreground the picture shows 
four General Electric arc 
lamps with their novel method 
of suspension. 

These lamps are a part of the 
city lighting service, their 
purpose being to illuminate the 
Breakwater behind which a 
public landing for yachts is 
located. The beautiful illum- 
ination, furnished by these 
p w er ful arc lamps, attracts 
many people who observe it 
from the "Battery," 
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Corner of Broadway and 
34th Street. This illustration 
shows a General Electric Lamp 
suspended on the "Bishop 
Crook." 




The workroom of the A, 
H. Smith shirt-waist factory 
No. 1 5 Waverly Place. 

The fine quality of the work 
necessitates the use of the best 
possible light. Lamps of the 
Genera] Electric Company's 
make are installed and enable 
the operatives to wort to ad- 
vantage even on the darkest 
winter days. 




Wall Street, New York, 
showing the '* Bishop Crook" 
TTicthod of suspending General 
Electric arc lamps ; Trinity 
Church in the distance. 
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This view shows the lighting 

ot" Mr. M. Rogalinger's store 
located at No. 1457 Broad- 
way. The picture was obtained 
at night and is representative of 
the good lighting secured by the 
use ot" General Electric arc 
lamps. 

Mention should be made of 
the fact that the goods displayed 
in this case are largely of a dark 
color and absorb much light. 




The illustration presents a 
view of the beautiful *' Speed- 
way" located in Upper Man- 
hattan. 

Safety and comfort demand 
the best illumination on this 
roadwa\" and therefore General 
Electric alternating current series 
arc lamps are used. 







Night view of "Speedway" 
showing illumination secured by 
the General Electric Company's 
series alternating type of lamp. 
The lights on the bridge are 
visible in the distance. 




This picture shows Pier i8. 
North River, the landing of the 
Fail River Line steamers, lighted 
by General Electric lamps. 

Arc lamps are now considered 
essential for piers and docks in 
New York when freight is 
loaded or unloaded at night. 
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The Munson Line Pier at 
night just after the sailing of the 
steamer. The pier is practically 
clear of freight and the picture 
shows the good illumination 
obtained with General Electric 
Lamps, 

There are manv other piers 
in New York \^'here these lamps 
are used with equally good 
result?. 
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Installation of General 
Electric Company's arc lamps 
at Saks & Company's depart- 
ment store, Herald Square, 
Broadway, corner 34.th Street. 
This store is located in the heart 
of the shopping district, and is 
one of the representative stores 
of New York Citv. 
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At the 59th Street entrance 
to Centra] Park, in what is 
known as the Park Plaza, the 

Sherman Statue was recently 
unveiled. It is illuminated at 
night bv eight low energy Gen- 
eral Electric arc lamps installed 
on ornamental poles in such a 
manner that only the pear- 
shaped outer globe is visible. 

This installation has received 
verv favorable comment. 
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Night illumination of the 
Sherman Statue by eight three- 
ampere low energy General 
Electric lamps. 

The white building directly 
in the rear is the home of the 
Metropolitan Club, so well 
known to New Yorkers as the 
"Millionaires' " Club. 
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On the East Side, at the 
entrance to the new Brooklyn 
Bridge, corner ot Delancy and 
Ridge Streets, the city has re- 
cently established what is known 
as the Pedlars' M arkct . As 
there is no rent charged it has 
become very popular with the 
" push-cart" vender. Strange 
to say these people do the 
grea cer pan of their business 
during rhe hours from midnight 
10 sunrise- This, of course, 
necessitates an efficient and 
economical method of lighting, 
The lamps installed are General 
Electric arcs equ ipped with 
shields to protect the glass 
globes from damage by the 
children, who use this spot as 
a playground during the after- 
noon. 




* If 




Wholesale jewel ry store, 
E, & J, Bass, 575-577 Broad- 
way, lighted by General Elec- 
tric arc lamps. 
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Carpet DeparTmeni: of Simp- 
son, Crawford S: Co,*s store. 
New York City . In this 
building there are installed over 
500 arc lamps, all of which were 
manufactured by the General 
Electric Company. 
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Along 59th Street current is 
all supplied through underground 
main^. The lamps are suspended 
in the ''Bishop Crook" st)^le, 
which is made exclusively for 
:he New York Edison Com- 
pany. 
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Fifty-ninth Street at dusk, 
when the lamps are first 
•'thrown on /' 

h is Jiut quite dark and the 
illuniinared :>ign on the Hoiel 
Neiherland has not vet been 
lighted. 




The five 


and 


ten cent 


store 


of R W, 


Woob 


vorth & 


Co. 


located ar 


No. 


260 


Sixth 


Avenue, ] 


Ighted 


entirely 


by 


arc lamps 


of 


the Genera] 


Electric C 


cm pan 


v's manufac- 


ture. 
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This illustration is reproduced 
from a photograph showing the 
illumination secured by the 
General Electric low energy 
lamps at the wholesale house ot 
Einstein, Wolff & Co., 443 
Broadway, New York. 
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Market 


of 


Charles 


Weis- 


beckcr 


located 


at 270 


West 


125 th 


Street. 


Lighted 


exc u- 


sively 


by 


General El 


ectric 


Company's 


arc 


lamps 


of the 


closed 


base 

t 


inner g obe 


design. 
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'^^ Bishop Crook" suspension 
at High Bridge, i 5 5th Street 
and Eighth Avenue, The 

poles are designed especially to 

accommodate this scyle of lamp. 
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Wholesale millinery house of 
David Spero, lighted by General 
Electric arc lamps. For accu- 
rately matching colors, this 
form of artificial illumination is 
considered by the proprietor as 
absolutelv necessarv. 
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\"ie\v of Fifth Avenue, New 
York City. This thoroughfare 
is lighted exclusively by General 
Electric arc lamps and is con- 
sidered bv illuminating engineers 
one of the best lighted streets in 
the world. As shoAVji in the 
picture, the double method 
suspension is used with 
ornamental poles placed 1 50 
feet apart, on alternate sides of 
the street- 
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Night illumination on Fifth 
Avenue, New York City. 



m 



This illustration shows the 

"Isle or Safety" which has 

recently been placed in the 

center of Fifth Avenue, at the 

corner of 23d Street. The 

ornamental post marks a place 

of refuge for pedestrians when 

traffic is crowded and the lamp 

is itself an element of safetv in 

that it ensures a well lighted 
crossing. 

The arc lamp shown in this 
picture was designed by the 
General Electric Companv 
specially for this installation. 




The wholesale clothing 

establishment of Alfred Ben- 
jamin is lighted by the Gen- 
eral Electric Company* s arc 
lamps and Concentric DifFusers. 

This is one of the latest 
installations made bv the Gen- 
eral Electric Company in New 
York City, and the most 
advanced Ideas in illuminating 
engineering have been applied. 

The store is one of the 
best lighted in the Metropolis. 

The photograph was made at 
night and shows the even dis- 
tribution of light obtained with 
the Concentric Diffusers. 
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Interior of Charles Simon's 
Sons' Wholesale Knit Under- 
wear and Hosiery Estatlish- 
ment, Nos. 512-514 Broadway, 
lighted by General Electric 
Company's enclosed arc lamps 
equipped with Concentric Light 
Dilfusers. 

This photograph was made 
at night and shows a very uni- 
form distribution of light, wi:h 
a marked absence of shadows. 
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Type of lamp used on Fifth 
Avenue, New York City, 
manufactured exclusivetv for the 
New York Edison Company by 
the General Electric Company. 
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Arc ]amp manufactured 
especially for the New York 
Edison Company by the Gen- 
eral Electric Company for 
street lighting where the 
" Bishop Crook" method of 
suspension is used. 
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The closed base inner globe 
tvpe of lamp, which is becoming 
popular in New York City for 
store and factory lighnng. This 
lamp can be fornished either 
^^ith a closed base outer globe 
or reflector. 
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The open base inner and 

oarer globe t\'pe of lamp which 
is now verv popular in New 
York Citv- 
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Concentric Light Diffuser and 
General Electric Arc Lamp, 

This new device gives a 
beautiful and uniform distribution 
of light, and on this account has 
been received with great favor 
in Ne\v York City and else- 
where. 
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